DOCKETED ITEMS     125

-9005110029 Nonproprietary Rev 0 to WCAP-8587,Suppl 1 EQDP-ESE-69, "Equipment
Qualification Data Package.Eagle 21 Process Protection Sys (Environ & Seismic)."
LYMAN.J.M., CHANNARASAPPA, JABS.R.H. Westinghouse Electric Corp. WCAP-
8587 S01 ROO. 90/02/28. 30pp. 53814:025-53814:054.

-9005110030 Nonproprietary WCAP-11896, "Noise.Fault.Surge & Radio Frequency In-
terference Test Rept for Westinghouse Eagle 21 Process Protection Upgrade Sys."
DOYLE.J.P., MADDEN.G.H., VITALBO.C.A. Westinghouse Electric Corp. WCAP-
11896. 88/07/31. 289pp. 53814:055-53814:343.

9005110093 Forwards proprietary WCAP 12504 & nonproprietary WCAP 12548, "Sum-
mary Rept Process Protection Sys Eagle 21 Upgrade.RTD Bypass Elimination.New
Steam Line Break Sys.Medical Signal Selector ...." Proprietary rept withheld (ref
10CFR2.790).

WALLACE.E.G. Tennessee Valley Authority. 90/05/08. Document Control Branch
(Document Control Desk). 3pp. 53813:001-53813:161.

-9005110094 Requests that proprietary WCAP 125p4, "Summary Rept.Process Protec-
tion Sys Eaale 21 Upgrade.RTD Bypass Elimination.New Steam Line Break
Sys.Medical signal Selector.Environ Allowance...," be withheld from public (ref
10CFR2.790).

WIESEMANN.R.A. Westinghouse Electric Corp.  90/04/04. MURLEY.T.  Document
Control Branch (Document Control Desk). 11pp. 53813:004-53813:014.

-9005110095  Nonproprietary   "Summary   Rept  Process   Protection   Sys   Eagle  21
Upgrade.RTD   Bypass   Elimination.New  Steam   Line   Break   Sys,   Medical   Signal
Selector.Environ Allowance Modifier & Trip Time Delay Implementation."
ERJN.LE. Westinghouse Electric Corp. WCAP 12548. 90/03/30. 147pp. 53813:015-
53813:161.

9005110141 Forwards WCAP-12588, "Sequoyah Eagle 21 Process Protection Sys Re-
placement Hardware Verification & Validation Final Rept." Info submitted in support of
Tech Spec Change 89-27 dtd 900124.

WALLACE.E.G. Tennessee Valley Authority. 90/05/08. Document Control Branch
(Document Control Desk). 3pp. 53798:160-53798:182.

-9005110142 "Sequoyah Eagle 21 Process Protection Sys Replacement Hardware Ver-
ification & Validation Final Rept."

ERIN.LE. Westinghouse Electric Corp. WCAP-12588. 90/04/30. 19pp. 53798:163-
53798:182.

9005110171 Provides addl info re Eagle 21 upgrade to plant reactor protection sys.per
900418-20 audit meeting.Partial trip output board design & operation proven by
noise.fault.surge & radio frequency interference testing noted in WCAP-11733.
WALLACE.E.G. Tennessee Valley Authority. 90/05/08. Document Control Branch
(Document Control Desk). 2pp. 53799:066-53799:067.

9005170230 Forwards document outlining TVA evaluation of options for preventing
damage to fish & aquatic life from plant discharges.in response to 900117 order.
SCHMIERBACH.M. Tennessee Valley Authority. 90/05/08. DAVIS.P.E. Tennessee,
State of. 9pp. 53858:075-53858:083.

9005230222 Forwards Amend 138 to License DPR-77 & safety evaluation. Amend modi-
fies Tech Specs to permit use of Vantage 5 hybrid fuel in upcoming Operating Cycle

BLACK.S. Assistant Director for Projects.  90/05/08.  KINGSLEY.O.D. Tennessee
Vafley Authority. 5pp. 53907:204-53907:237.

-9005230223 Amend 138 to License DPR-77,modifying Tech Specs to permit use of
Vantage 5 hybrid fuel in upcoming Operating Cycle 5.
BLACK.S. Assistant Director for Projects. 90/05/08. 24pp. 53907:209-53907:232.

-9005230225 Safety evaluation supporting Amend 138 to License DPR-77.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/08. 5pp.
53907:233-53907:237.

9005140252 Provides notification of steam generator tube plugging during Unit 1 Cycle
4 refueling outage.per Tech Specs 4.4.5.5.a.Rept of results of inservice insp to be
submitted by 910427.Summary of tubes plugged in Unit 1 encl.
WALLACE.E.G. Tennessee Valley Authority. 90/05/09. Document Control Branch
(Document Control Desk). 6pp. 53817:327-53817:332.

9005140264 Provides addl info re plant steam generator low water level trip time delay
& function of P-8 reactor trip interlock.per 900430 telcon.Trip time delay does not uti-
lize P-8 interlock in any manner.

WALLACE.E.G. Tennessee Valley Authority. 90/05/09. Document Control Branch
(Document Control Desk). 2pp. 53828:358-53828:359.

9005230232 Forwards Amend 139 to License DPR-77 & safety evaluation. Amend de-
letes Tech Spec Surveillance Requirement 4.5.2.d.1. ACI function being removed from
RHR sys in current Unit 1 Cycle 4 refueling outage.

BLACK.S. Assistant Director for  Projects.  90/05/09.  KINGSLEY.O.D, Tennessee
Valley Authority. 3pp. 53914:030-53914:041.

-9005230234 Amend 139 to License DPR-77,deleting Tech Spec Surveillance Require-
ment 4.5.2.d.1 re ACI function of RHR sys.
BLACK.S. Assistant Director for Projects. 90/05/09. 4pp. 53914:033-53914:036.

-9005230237 Safety evaluation supporting Amend 139 to License DPR-77.

*   Office of Nuclear Reactor Regulation. Director (Post 870411). 90/05/09. 5pp.
53914:037-53914:041.

9005150168 Forwards signed page from Amend 136 to License DPR-77 re intermediate
& source range nuclear flux detectors issued on 900427.

BLACK.S. Assistant Director for  Projects.  90/05/10.  KINGSLEY.O.D.  Tennessee
Valley Authority. 2pp. 53821:281-53821:284.

-9005150171 Corrected page to Amend 136 to License DPR-77.
BLACK.S. Assistant Director for Projects. 90/05/10. 2pp. 53821:283-53821:284.

9005170274 Forwards list of commitments to support NRC review of Eagle 21 reactor
protection sys function upgrade.per 900510 telcon.

WALLACE.E.G. Tennessee Valley Authority. 90/05/10. Document Control Branch
(Document Control Desk). 3pp. 53877:227-53877:229.

9005140297 Notification of 900524 meeting w/util in Rockville.MD to discuss implica-
tions of plant cable damage.

DONOHEW.J.N. TVA Projects Division (890101-900602). 90/05/11. BLACK.S. Assist-
ant Director for Projects. 3pp. 53821:149-53821:151.

9005150189 Forwards Amend 140 to License DPR-77 & safety evaluation. Amend re-
vises Tech Specs to account for removal of upper head injection sys & deactivation of
boron injection tank at unit during Cycle 4 refueling outage.

BLACK.S.  Assistant Director for Projects.  90/05/11.  KINGSLEY.O.D. Tennessee
Valley Authority. 4pp. 53826:208-53826:249.

-9005150190 Amend 140 to License DPR-77,revising Tech Specs to account for re-
moval of upper head injection sys & deactivation of boron injection tank during current
Cycle 4.
BLACK.S. Assistant Director for Projects. 90/05/11. 29pp. 53826:212-53826:240.

-9005150191 Safety evaluation supporting Amend 140 to License DPR-77.
*  Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/11. 9pp.

53826:241-53826:249.

9005160364 Forwards safety evaluation accepting util 890929 request for relief from hy-
drostatic pressure test requirements for RCS, per Section XI of ASME Boiler & Pres-
sure Vessel Code. Recommends that test be performed near lowest temp for RCS.
BLACK,S. Assistant Director for Projects. 90/05/11. KINGSLEY.O.D. Tennessee
Valley Authority. 3pp. 53834:349-53834:355.

-9005160365 Safety evaluation granting licensee request for relief from hydrostatic
pressure test requirements for RCS.per Section XI of ASME Boiler & Pressure Vessel
Code.Util will perform subj test near end of 10-yr inservice insp interval.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/11. 4pp.
53834:352-53834:355.

9005170276 Forwards Cycle 5 redesign peaking factor limit rept for facility.Unit rede-
signed during refueling outage due to removal & replacement of several fuel assem-
blies found to contain leaking fuel rods.

WALLACE.E.G. Tennessee Valley Authority. 90/05/11. Document Control Branch
(Document Control Desk). 10pp. 53857:121-53857:130.

9005090120 Suppl 1 to Generic Ltr 90-03 to ail power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,Item 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005210067 Forwards revised Tech Spec pages to support Tech Spec Change 89-27 re
steam generator water level adverse trip setpoints for reactor trip sys instrumentation
& ESFAS. Encl reflects ref leg heatup environ allowance.

COOPER.M.A. Tennessee Valley Authority. 90/05/15. Document Control Branch
(Document Control Desk). 2pp. 53873:115-53873:132.

-9005210093 Revised pages to proposed Tech Specs re reactor trip sys instrumenta-
tion trip setpoints & ESFAS instrumentation trip setpoints.

*  Tennessee Valley Authority. 90/05/15. 16pp. 53873:117-53873:132.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppj 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005210082 Forwards corrected Amends 138 & 140 to License DPR-77. revising Tech
Spec bases Page B 3/4 2-2 & reflecting reduction not increase in peaking factor limit
in heat flux channel factor.

BLACK.S. Assistant Director for Projects. 90/05/16. KINGSLEY.O.D. Tennessee
Valley Authority. 3pp. 53873:136-53873:142.

-9005210086 Corrected Amends 138 & 140 to License DPR-77 re surveillance require-
ments for ECCS & bases for power distribution limits.

*  NRC - No Detailed Affiliation Given. 90/05/16. 4pp. 53873:139-53873:142.

9005240213 Forwards, "Diesel Generator Voltage Response Improvement Rept." Com-
bined effect of resetting exciter current transformers to achieve flat-compounding &
installing electronic load sequence timers produced acceptable voltage.
WALLACE.E.G. Tennessee Valley Authority. 90/05/18. Document Control Branch
(Document Control Desk). 3pp. 53921:080-53921:091.

-9005310001 "Diesel Generator Voltage Response Improvement Rept."
MURRAY.D.B., BOWMAN.M.D., NICELY.G.L Tennessee Valley Authority. 90/05/11.
9pp. 53921:083-53921:091.

9005240148 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech
Spec Change 90-14,revising valve nomenclature for 14 containment isolation valves
from flow control valve to flow solenoid valve.

WALLACE.E.G. Tennessee Valley Authority. 90/05/21. Document Control Branch
(Document Control Desk). 2pp. 53921:049-53921:072.

-9005240151 Proposed Tech Specs re containment isolation valves.

*  Tennessee Valley Authority. 90/05/21.10pp. 53921:053-53921:062.

9005020253 Draft Rev 1 to Part 1 to Vol 5 to "Evaluation of Severe Accident
Risks.Sequoyah Unitl."

GREGORY.JJ., BREEDING.R.J. Sandia National Laboratories. MURFIN.W.B. Techna-
dyne Engineering Consultants, Inc. FIN A-1228. NUREG/CR-4551 V5P1R1. 90/06/30.
Office of Nuclear Regulatory Research (Post 860720). 306pp. 53577:159-53578:104.

9005020293 Draft apps to Rev 1 to Part 2 to Vol 5 to "Evaluation of Severe Accident
Risks.Sequoyah Unit 1."

GREGORY.J.J., BREEDING.R.J. Sandia National Laboratories. MURFIN.W.B. Techna-
dyne Engineering Consultants, Inc. FIN A-1228. NUREG/CR-4551 V5P2R1. 90/06/30.
Office of Nuclear Regulatory Research (Post 860720). 428pp. 53580:204-53581:271.7.
